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NET - Daily-Monitor 14930.0 KCS From 0530Z to 1330Z 
Of Operation of Net. 


19 January 


20 January 


21 January 


22 January 


23 January 


first heard S-3 at 0538 calling 


_Jand then net 

heard consistently until close of watch. Signals 
erra tic today and signal strength constantly varies, 
on at 1130 with S-4 QRM. 


25X1 A ! 


first heard S-3 at 0615 calling net heard 

consistently throughout watch with signal improving 
to S-7 Frequency clear throughout watch, noise S-2 
to S-3. 


25X1 A 


first heard S-3 at 06l6 calling , Net oper- 
ations heard throughout watch with signal improving 


25X1A 


consistently heard 25X1 A 


to S-5 and once going to S-7, 
with occasional transmission heard’ from field station. 
Noise level S-2 to S-3. 
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signal is S-6. 2 5X1 A 


first heard 0630 working 
edE operation heard throughout wat.cn 'with signal 
remaining at S-6. Various net stations also heard 
but weaker, noise level S-2 to S-3. 


first heard S-4 at 0614 signal improved to S-6 

later and remained approximately that strength for 
remainder of watch. Noise average S-3.' 


24 January 


25 January 



I first heard S-4 at 0620 testing net operations 
heard continuously throughout watch and signal improved 
to S-7 and remained at that level. Noise level 
averages S-3. 

I first heard S-4 at 0650, net operation not heavy 
today but stations heard when on the air. Noise S-3. 
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